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ACIDS 
See also HYDROGEN SULFIDE; 
SOUR SERVICE 

Phosphinocarboxylic (PCA), inhibitor, 
7-48 

Phosphonocarboxylic (POCA), 
multifunctional inhibitor, 6-41 


ADHESIVES: Rubber linings, 1-33 


AIRCRAFT: Corrosion surveillance, 
12-50 


ALKALINE ENVIRONMENTS 
See CAUSTIC 


ALUMINUM AND ALLOYS 

Al-Zn coatings on sheet steel, 4-30 

Thermal sprayed coatings for subsea 
piping systems, 7-32 


AMMONIUM CARBAMATE 
DECOMPOSERS 
See also UREA REACTORS 
Weld overlay repair, 5-69 


ANODES 
Abandoned tank bottom as, 5-17 
Composite (Mg-Al), for CP of offshore 
structures, 2-29 
Conductive polymer loop system for 
tank, 5-17 
Galvanic 
for double bottom tanks, 5-25 
for steel reservoir tanks, 9-13 
Impressed current, optimization of, 4-19 
Resistor controlled CP, 7-17 
Retrofitting in offshore structure, 4-19, 
10-11 
Sacrificial metallized Zn, 9-18 
Sacrificial Zn mesh, 12-11 
Sleds, replacement in offshore platforms, 
1-23 


ATMOSPHERIC CORROSION 

Al-Zn coated sheet steel, 4-30 

Carbon steel in tropical marine 
environments, 10-44 

SS eaves in coastal environment, 
12-58 


BIOCIDES 
See also CHLORINE 
BWR standby service water system, 3-53 
Remedial treatment of occupied building, 
6-54 
Sodium bromide, activated, 7-42 








BIOFILMS 
See also MICROBIOLOGICAL 
ATTACK 
BWR standby service water system, 3-53 
Hydrocarbon leaks and, 8-46 
Polymeric composites, 2-79 
Wastewater treatment piping, 9-41 


BOILERS 
See also HEAT EXCHANGERS 
CO, distribution in steam-water cycle, 
12-35 
Inhibitors for deposit control, 7-48 
On-line measurement of water quality, 
5-49 
Superheater tube failures, 1-46 


BRIDGES 
Moisture-cured PUR coatings, 12-25 
Prestressed concrete box girder, 
radiographic examination, 10-61 
Reinforced concrete pilings 
CP of, 8-14, 12-11 
induced tension polymer wraps, 10-32 


CARBON DIOXIDE 

CO-CO, SCC failures in heat exchangers, 
8-64 

Distribution measurement in steam-water 
cycle, 12-35 


CAST IRONS: High-Cr and high-Si, 2-93 


CATHODIC PROTECTION 

Aboveground storage tanks 
in Arctic environment, 5-17 
double bottom, 5-25 

Bridge pilings, 8-14, 12-11 

Coated pipelines, computer modeling, 
6-16 

Current density surveys, 4-19 

Current testing for large plant structures, 
7-22 

Electrical isolating flange gaskets, 3-30 

Internal, seawater piping, 7-17 

Offshore structures 
anode retrofit design, 4-19, 10-11 
composite sacrificial anodes, 2-29 
tension leg platform, 4-12 
underwater maintenance and 

inspection, 1-23 

Pipeline groundbed reconstruction in 
wetlands, 10-17 

Potential measurement, 6-21 

Proton beam piping, 3-25 

Reinforced concrete 

bridge pilings, 8-14, 12-11 
data analysis, 2-36 





sacrificial metallized Zn, 9-18 
sacrificial Zn mesh, 12-11 

Remote monitoring 
advances in, 6-27 
rectifier, 2-42 

Resistor controlled method, 7-17 

Steel reservoir interiors, 9-13 

System design, for tension leg platform, 
4-12 


CAUSTIC: Cu alloy resistance, 2-97 


CEMENT 

Epoxy portland cement mortars for 
concrete repair, 10-55 

Grout in concrete bridges, radiographic 
examination, 10-61 


CHLORINE 
Biocide in cooling tower, 7-42 
Condenser SCC, 6-58 


CLIMATIC CONDITIONS 

Arctic environment, aboveground storage 
tanks, 5-17 

Coating application and cure, 8-25 


COATINGS 

Al, thermal sprayed, for subsea piping 
systems, 7-32 

Al-Zn, and atmospheric corrosion of 
sheet steel, 4-30 

Climatic effect on application and cure, 
8-25 

Dehumidification during application, 5-34 

Extruded PE, performance in soil, 3-39 

FBE, performance in soil, 3-39 

Induced tension polymer wraps, 10-32 

Lead-based paint 
dispute resolution, 7-38 
EPA model inspection program, 

12-17 t 

hydroblasting for removal, 4-38 
overcoating vs removal, 2-58 
specifications, 7-38 

Metallized Zn, for sacrificial CP of 
concrete overpass, 9-18 

Microbial attack in soils, 3-39 

Moisture-curing polyurethane, 12-25 

Organic, thermally applied, in marine 
environment, 2-51 

PE tape, performance in soil, 3-39 

Solvents, 6-31 

Transmission pipeline, coating 
degradation, 3-18 

Zero VOC technology, 6-31 


COMPOSITES: Future trends, 11-17 
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ACIDS 
See also HYDROGEN SULFIDE; 
SOUR SERVICE 

Phosphinocarboxylic (PCA), inhibitor, 
7-48 

Phosphonocarboxylic (POCA), 
multifunctional inhibitor, 6-41 


ADHESIVES: Rubber linings, 1-33 


AIRCRAFT: Corrosion surveillance, 
12-50 


ALKALINE ENVIRONMENTS 
See CAUSTIC 


ALUMINUM AND ALLOYS 

Al-Zn coatings on sheet steel, 4-30 

Thermal sprayed coatings for subsea 
piping systems, 7-32 


AMMONIUM CARBAMATE 
DECOMPOSERS 
See also UREA REACTORS 
Weld overlay repair, 5-69 


ANODES 
Abandoned tank bottom as, 5-17 
Composite (Mg-Al), for CP of offshore 
structures, 2-29 
Conductive polymer loop system for 
tank, 5-17 
Galvanic 
for double bottom tanks, 5-25 
for steel reservoir tanks, 9-13 
Impressed current, optimization of, 4-19 
Resistor controlled CP, 7-17 
Retrofitting in offshore structure, 4-19, 
10-11 
Sacrificial metallized Zn, 9-18 
Sacrificial Zn mesh, 12-11 
Sleds, replacement in offshore platforms, 
1-23 


ATMOSPHERIC CORROSION 

Al-Zn coated sheet steel, 4-30 

Carbon steel in tropical marine 
environments, 10-44 

SS eaves in coastal environment, 
12-58 


BIOCIDES 
See also CHLORINE 
BWR standby service water system, 3-53 
Remedial treatment of occupied building, 
6-54 
Sodium bromide, activated, 7-42 








BIOFILMS 
See also MICROBIOLOGICAL 
ATTACK 
BWR standby service water system, 3-53 
Hydrocarbon leaks and, 8-46 
Polymeric composites, 2-79 
Wastewater treatment piping, 9-41 


BOILERS 
See also HEAT EXCHANGERS 
CO, distribution in steam-water cycle, 
12-35 
Inhibitors for deposit control, 7-48 
On-line measurement of water quality, 
5-49 
Superheater tube failures, 1-46 


BRIDGES 
Moisture-cured PUR coatings, 12-25 
Prestressed concrete box girder, 
radiographic examination, 10-61 
Reinforced concrete pilings 
CP of, 8-14, 12-11 
induced tension polymer wraps, 10-32 


CARBON DIOXIDE 

CO-CO, SCC failures in heat exchangers, 
8-64 

Distribution measurement in steam-water 
cycle, 12-35 


CAST IRONS: High-Cr and high-Si, 2-93 


CATHODIC PROTECTION 

Aboveground storage tanks 
in Arctic environment, 5-17 
double bottom, 5-25 

Bridge pilings, 8-14, 12-11 

Coated pipelines, computer modeling, 
6-16 

Current density surveys, 4-19 

Current testing for large plant structures, 
7-22 

Electrical isolating flange gaskets, 3-30 

Internal, seawater piping, 7-17 

Offshore structures 
anode retrofit design, 4-19, 10-11 
composite sacrificial anodes, 2-29 
tension leg platform, 4-12 
underwater maintenance and 

inspection, 1-23 

Pipeline groundbed reconstruction in 
wetlands, 10-17 

Potential measurement, 6-21 

Proton beam piping, 3-25 

Reinforced concrete 

bridge pilings, 8-14, 12-11 
data analysis, 2-36 





sacrificial metallized Zn, 9-18 
sacrificial Zn mesh, 12-11 

Remote monitoring 
advances in, 6-27 
rectifier, 2-42 

Resistor controlled method, 7-17 

Steel reservoir interiors, 9-13 

System design, for tension leg platform, 
4-12 


CAUSTIC: Cu alloy resistance, 2-97 


CEMENT 

Epoxy portland cement mortars for 
concrete repair, 10-55 

Grout in concrete bridges, radiographic 
examination, 10-61 


CHLORINE 
Biocide in cooling tower, 7-42 
Condenser SCC, 6-58 


CLIMATIC CONDITIONS 

Arctic environment, aboveground storage 
tanks, 5-17 

Coating application and cure, 8-25 


COATINGS 

Al, thermal sprayed, for subsea piping 
systems, 7-32 

Al-Zn, and atmospheric corrosion of 
sheet steel, 4-30 

Climatic effect on application and cure, 
8-25 

Dehumidification during application, 5-34 

Extruded PE, performance in soil, 3-39 

FBE, performance in soil, 3-39 

Induced tension polymer wraps, 10-32 

Lead-based paint 
dispute resolution, 7-38 
EPA model inspection program, 

12-17 t 

hydroblasting for removal, 4-38 
overcoating vs removal, 2-58 
specifications, 7-38 

Metallized Zn, for sacrificial CP of 
concrete overpass, 9-18 

Microbial attack in soils, 3-39 

Moisture-curing polyurethane, 12-25 

Organic, thermally applied, in marine 
environment, 2-51 

PE tape, performance in soil, 3-39 

Solvents, 6-31 

Transmission pipeline, coating 
degradation, 3-18 

Zero VOC technology, 6-31 


COMPOSITES: Future trends, 11-17 
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COMPUTER MODELING 
See also MODELING 
Aircraft corrosion, 12-50 
CP of coated pipelines, 6-16 
CP of offshore structures, 4-19 
Induced AC voltage mitigation, 8-9 


CONCRETE 
Elastomeric waterproofing membranes 
for parking garage decks, 10-24 
Induced tension polymer wraps for 
pilings, 10-32 
Prestressed box girder bridges, 
radiographic examination, 10-61 
Steel reinforced 
all-polymer encapsulation repair 
process, 9-28 
CP of bridge pilings, 8-14, 12-11 
CP by sacrificial metallized Zn, 9-18 
CP by sacrificial Zn mesh anodes, 
12-11 
CP system data analysis, 2-36 
epoxy portland cement mortars for 
repair, 10-55 


CONDENSERS: SCC, 6-58 


COPPER AND ALLOYS 

Alkaline environments, 2-97 

Statue of Liberty, restoration update, 
11-5 

Steam-side heat exchanger tubes, SCC 
and erosion-corrosion, 1-67 

Water tube systems, 9-53 

Yellow metal (UNS C69100) for sour 
service, 4-60 


DATA ANALYSIS: Reinforced concrete 
CP system, 2-36 


DEAERATORS: Reinspection, 8-39 


DEHUMIDIFICATION: Closed loop 
systems, 5-34 


DESIGN 
Corrosion management, 11-13 
Corrosion resistant alloys, 7-57 
CP system 
coated pipelines, 6-16 
large plants, 7-22 
offshore structure retrofit, 4-19, 10-11 
seawater piping, 7-17 
steel reservoir tanks, 9-13 
tension leg platform, 4-12 
Electrical isolating flange gaskets, 3-30 
Fiberglass pipe for oilfields, 5-65 
Filler metal, for high-Mo superaustenitic 
SS, 2-87 
Induced tension polymer wraps, 10-32 
Laboratory tests, relevance of, 10-67 


ECONOMICS 

Corrosion management, 11-13 

Corrosion resistant alloys vs low alloy 
steel, 7-57 

Moisture-curing PUR coatings for cost 
savings, 12-25 








EDUCATION 

Annual education supplement, 9-71 
Corrosion management manuals, 11-13 
Schools offering corrosion courses, 9-71 


ELASTOMERS 
See also RUBBER 

Waterproofing membranes for parking 
garage decks, 10-24 


EPOXY RESINS 
See also POLYMERICS 
Electrical isolating flange gaskets, 3-30 
Epoxy portland cement mortars for 
concrete repair, 10-55 
Future trends, 11-17 


EROSION-CORROSION 
See also FLOW ACCELERATED 
CORROSION 
Ammonium carbamate decomposers, 5-69 
LWR piping, 7-63 
SS urea reactors, 9-64 
Steam-side heat exchanger tubes, 1-67 


EXTERNAL CORROSION: Transmission 
pipelines, 3-18 


FLOW ACCELERATED CORROSION 
See also EROSION-CORROSION 
Inhibitor performance, effect on, 4-47 


GALVANIC CORROSION: Resistor 
controlled CP and, 7-17 


GAS CHROMATOGRAPHY: Hydrocarbon 
leak detection, 8-46 


HEAT EXCHANGERS 
See also BOILERS; CONDENSERS 

Biofouling, 3-53 

CO-CO, SCC failures, 8-64 

Hydrocarbon leaks in refinery cooling 
water systems, 8-46 

Pitting attack, 12-39 

Steam-side tubes, SCC and erosion- 
corrosion, 1-67 


HYDROGEN ATTACK: Corrosion resistant 
alloys, 7-57 


HYDROGEN SULFIDE 
See also SOUR SERVICE 
Thiosulfate reduction by anaerobic 
bacteria, 3-60 


INHIBITORS 

Boiler deposit control, 7-48 

Flow accelerated corrosion and inhibitor 
performance, 4-47 

Flow loop test, 4-47 

Multifunctional, for cooling water, 6-41 

Phosphinocarboxylic acid (PCA), 7-48 

Phosphonocarboxylic acid (POCA), 6-41 

Rotating cylinder electrode test, 4-47 

Water, SCC of Zr, 3-67 


INSPECTION 
See also OSHA 
Aircraft corrosion surveillance, 12-50 





Corrosion management, 11-13 

Deaerators, reinspection of, 8-39 

In-line, ILI pigs, 12-17 

Radiographic, prestressed concrete box 
girder bridges, 10-61 

Reinforced concrete bridge pilings, 8-14 

Statue of Liberty, restoration update, 
11-5 

Underwater, offshore platforms, 1-23 


INTERGRANULAR ATTACK: BWR 
piping, 7-63 


IRON, CAST 
See CAST IRONS 


LEAD 

Lead paint 
hydroblasting for removal, 4-38 
overcoating vs removal, 2-58 

OSHA regulations, overview, 10-36 

OSHA Review Commission, function of, 
1-38 

Specifications and dispute resolution, 
7-38 

Title X requirements, 8-30 


LEAK DETECTION: Hydrocarbons, 
activated carbon filter and gas traps, 
8-46 


LINE PIPE 
See PIPELINES 


LININGS 

Dehumidification during cure, 5-34 

Double bottom tank, for vacuum leak 
detection, 5-40 

Elastomeric waterproofing membranes, 
10-24 

Rubber, 1-33 

Urea reactor, lining repair, 9-64 

Wastewater treatment piping, 9-41 

Zero VOC technology, 6-31 


MAINTENANCE 

Moisture-cured PUR coatings for 
structure refurbishment, 12-25 

Pipelines, integrity analysis program, 
1-19 

Underwater, offshore platforms, 1-23 

Zero VOC technology, 6-31 


MANAGEMENT, CORROSION 
Aircraft corrosion surveillance, 12-50 
Modei and overview, 11-13 


MARINE ENVIRONMENTS 
See also SEAWATER 

All-polymer encapsulation process for 
structure repair, 9-28 

Organic coatings, thermally applied, 2-51 

SS eaves, atmospheric corrosion, 12-58 

Statue of Liberty, restoration update, 
11-5 

Tropical, MIC of carbon steel, 10-44 


MATERIALS SELECTION 
See DESIGN 
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MEASUREMENT 
Electrochemical 
carbon steel heat exchanger tubes, 
12-39 
reinforced concrete bridge pilings, 
8-14 
Field, distribution of CO, in steam-water 
cycle, 12-35 
On-line 
high purity water, 5-49 
pitting of carbon steel, 12-39 
Potential, cathodically protected 
structures, 6-21 


MICROBIOLOGICAL ATTACK 
See also BIOFILMS 

Activated sodium bromide and, 7-42 

BWR standby service water system, 
monitoring, 3-53 

Carbon steel in tropical marine 
environments, 10-44 

Coatings in soil, 3-39 

Cooling tower, 7-42 

Hydrocarbon leaks and, 8-46 

Non-SRB sulfidogenic bacteria, 3-60 

Oil pipeline, 3-60 

Remedial treatment of occupied building, 
6-54 

Transmission pipeline, 3-18 

Wastewater treatment plants, 9-41 

Water coolant header, 2-69 


MICROBIOLOGICALLY INFLUENCED 
CORROSION (MIC) 
See MICROBIOLOGICAL ATTACK 


MODELING 
See also COMPUTER MODELING 
Pit growth process, 12-39 


MONITORING SYSTEMS 

Aircraft corrosion surveillance, 12-50 

Biocide treatment of occupied building, 
6-54 

Biofouling in BWR standby service water 
system, 3-53 

Climatic variables, coating application 
and cure, 8-25 

On-line, pitting of carbon steel, 12-39 

Psychrometric charts, 8-25 

Remote 
advances in, 6-27 
CP rectifiers, 2-42 

Vacuum leak detection in double bottom 
tanks, 5-40 


NATURAL GAS 
See also OiL AND GAS 
PRODUCTION 
Pipelines 
CP groundbed reconstruction in 
wetlands, 10-17 
external corrosion, 3-18 


NICKEL AND ALLOYS: Corrosion 
resistant alloys for deep gas wells, 
7-57 








NUCLEAR POWER PLANTS 

Biofouling in BWR standby service water 
system, monitoring, 3-53 

LWR corrosion control, 7-63 


OCCUPATIONAL SAFETY AND HEALTH 
ADMINISTRATION 
See OSHA 


OFFSHORE STRUCTURES 
All-polymer encapsulation repair process, 
9-28 
CP retrofitting, 4-19, 10-11 
CP systems 
composite sacrificial anodes, 2-29 
underwater maintenance and 
inspection, 1-23 
Induced tension polymer wraps, 10-32 
Moisture-cured PUR coatings, 12-25 
Tension leg platform, CP of, 4-12 


OIL 
See also OIL AND GAS 
PRODUCTION 
Pipelines 
fiberglass, 5-65 
MIC, 3-60 


OIL AND GAS INDUSTRY 
Corrosion management, 11-13 
Oil/water systems, corrosion in, 8-61 


OIL AND GAS PRODUCTION 
See also OFFSHORE STRUCTURES 
Corrosion resistant alloys, 7-57 
Duplex SS weldments, SCC, 4-65 
Non-SRB sulfidogenic bacteria, 3-60 
Yellow metal (UNS C69100), SSC 
resistance, 4-60 


OSHA 

See also REGULATIONS, OSHA 
Lead regulations, overview, 10-36 
Review Commission, function of, 1-38 


PAINT 
See COATINGS 


PETROLEUM INDUSTRY 
See OIL AND GAS INDUSTRY 


PIPE FITTINGS: Sulfide stress cracking, 
1-64 


PIPELINES 

Coated, CP of, 6-16 

CP groundbed reconstruction in wetlands, 
10-17 

External corrosion, 3-18 

Fiberglass, for oilfields, 5-65 

Induced AC voltages, 8-9 

In-line inspection, 12-17 

Maintenance, integrity analysis program, 
1-19 

Seawater, CP by resistor controlled 
method, 7-17 

Sour oil-transporting, MIC, 3-60 

Subsea, thermal sprayed Al coatings, 7-32 





PIPES 

Proton beam, CP of, 3-25 

SS 
corrosion in high-Mn fresh water, 9-59 
MIC damage, 2-69 
SCC in BWRs, 7-63 

Wastewater treatment, MIC, 9-41 


PITTING ATTACK 

Cooling water systems, 12-39 

Deaerators, 8-39 

Growth model, 12-39 

Heat exchangers, 12-39 

Oil pipeline, 3-60 

On-line measurement, 12-39 

Solder flux induced, Cu water tubing, 
9-53 

SS eaves, 12-58 

SS pipe in high-Mn water, 9-59 


POLLUTION CONTROL 
Composites for, 11-17 
Lead regulations, 10-36 


POLYMERICS 
See also EPOXY RESINS 
All-polymer encapsulation process for 
repair of marine structures, 9-28 
Fiber-reinforced, biodegradation, 2-79 
Future trends, 11-17 
Induced tension wraps, 10-32 
Moisture-cured PUR coatings, 12-25 
Phosphinocarboxylic acid (PCA), 
inhibitor, 7-48 
Phosphonocarboxylic acid (POCA), 
inhibitor, 6-41 


REBAR 
See CONCRETE 


REGULATIONS 

DOT, in-line ILI pigs, 12-17 

EPA 
lead paint inspection program, 12-17 
Title X, 8-30 

Lead-Copper Rule of 1991, 9-53 

OSHA, lead regulations, overview, 10-36 


RUBBER 
See also ELASTOMERS 
Linings, 1-33 


SAFETY 
See OSHA 


SALINE ENVIRONMENTS: Reinforced 
concrete bridge pilings, CP of, 8-14 


SEAWATER 
See also MARINE ENVIRONMENTS 

Piping, CP by resistor controlled method, 
7-17 

Steam-side heat exchanger tubes, SCC 
and erosion-corrosion, 1-67 

Thermal sprayed Al coatings for subsea 
piping systems, 7-32 
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SOUR SERVICE 
See also HYDROGEN SULFIDE; 
SULFIDE STRESS CRACKING 
Definitions, review of, 8-54 
Duplex SS weldments, SCC, 4-65 
Pipe fittings and, 1-64 
Yellow metal (UNS C69100) for, 4-60 


STANDARDS 

See also TESTS 
Corrosion management, 11-13 
CSA Z662, sour service definitions, 8-54 
EFC, sour service definitions, 8-54 
NACE MR0175 

and pipe fittings failure, 1-64 

sour service definitions, 8-54 


STATUE OF LIBERTY: Restoration 
update, 11-5 


STEELS, CARBON 

All-polymer encapsulation repair 
process, 9-28 

Al-Zn coatings for sheet, 4-30 

Ammonium carbamate decomposers, 
5-69 

Cold-forged pipe fittings, failure of, 1-64 

Heat exchanger tube, CO-CO, SCC, 
8-64 

MIC and atmospheric corrosion in 
tropical marine environments, 10-44 

Moisture-cured PUR coatings, 12-25 

Pitting, growth model and on-line 
measurement, 12-39 

Tension leg platform, CP of, 4-12 

Wastewater treatment piping, MIC, 9-41 


STEELS, STAINLESS 

Chloride SCC, 12-65 

CO-CO, SCC resistance, 8-64 

Coolant piping in BWRs, SCC, 7-63 

Corrosion resistant alloys for deep gas 
wells, 7-57 

Duplex SS weldments in sour service, 
4-65 

Eaves, atmospheric corrosion, 12-58 

High-Mo superaustenitic, welding, 2-87 

Piping 
in high-Mn fresh water, 9-59 
MIC attack, 2-69 

Seawater piping, internal CP, 7-17 

Statue of Liberty armature, 11-5 

Urea reactor linings, repair, 9-64 

Wire, for weld overlay repair of 
ammonium carbamate decomposers, 
5-69 


STRESS CORROSION CRACKING 

Chloride SCC, 12-65 

Condenser, 6-58 

Duplex SS weldments in sour service, 
4-65 

Heat exchanger tube, CO-CO, failure, 
8-64 

SS coolant piping in BWRs, 7-63 

Steam-side heat exchanger tubes, 1-67 

Steam turbines, 12-35 

Zr, water as inhibitor, 3-67 








SULFIDE STRESS CRACKING 
See also HYDROGEN SULFIDE; 
SOUR SERVICE 

Pipe fittings, 1-64 

Yellow metal (UNS C69100), resistance of, 
4-60 


SUPERHEATERS 
See BOILERS 


TANKS 
Aboveground storage, CP of, 5-17, 5-25 
Double bottom 

CP of, 5-25 

vacuum leak detection, 5-40 
Linings, zero VOC technology, 6-31 
Steel water reservoirs, CP of, 9-13 


TESTS 
See also STANDARDS 

CP current testing for large piant 
structures, 7-22 

Flow loop tests for inhibitor performance, 
4-47 

Hydrocarbon leak detection, 8-46 

Laboratory, relevance of, 10-67 

Potential measurement on cathodically 
protected structures, 6-21 

Rotating cylinder electrode tests for 
inhibitor performance, 4-47 

Vacuum leak detection in tanks, 5-40 


TUBING 
Cu, water tube systems, 9-53 
Superheater failures, 1-46 


UNIVERSITIES and colleges offering 
corrosion courses, 9-71 


UREA REACTORS 
See also AMMONIUM CARBAMATE 
DECOMPOSERS 

Lining repair, 9-64 


VOLTAGE MITIGATION: Statistical 
approach, 8-9 


WASTE PLANTS: Boiler tube failures, 
1-46 


WATER, COOLING 

Activated sodium bromide for biocontrol, 
7-42 

Biofouling in BWR standby service water 
system, 3-53 

Growth model of pitting, 12-39 

Hydrocarbon leaks in refinery systems, 
8-46 

Inhibitor, multifunctional, 6-41 

MIC attack of water coolant header, 2-69 


WATER, FRESH: High-Mn, corrosion of 
SS piping, 9-59 


WATER, HIGH PURITY: On-line 
measurements, 5-49 


WATER, POTABLE 
CP of steel reservoir tank interiors, 9-13 
Treatment plant, SS pipe corrosion, 9-59 


WATER, SEA 


See SEAWATER 


WATER TREATMENT 
Cu water tube systems, 9-53 


Potable water treatment plant, SS pipe 
corrosion, 9-59 
Wastewater treatment plants, MIC, 9-41 


WELDS AND WELDING 

Ammonium carbamate decomposers, 
overlay repair, 5-69 

Deaerators, pitting attack, 8-39 

Duplex SS in sour service, SCC, 4-65 

High-Mo superaustenitic SS, 2-87 

SS pipe in high-Mn water, pitting, 9-59 

Underwater, Al anode attachment, 10-11 

Urea reactor lining repair, 9-64 


ZINC AND ALLOYS 

Al-Zn coatings on sheet steel, 4-30 

Primers, zero VOC, 6-31 

Sacrificial metallized Zn coatings, 9-18 

Sacrificial Zn mesh anodes, 12-11 

Zn-rich moisture-cured PUR coatings, 
12-25 


ZIRCONIUM AND ALLOYS: Water as 
SCC inhibitor, 3-67 
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